
X7rTT.T7AI’I0K OF THE MAEABOV KM -6m COMB HOE 

The Makarov KM-6ni Combine which le belie operated In the ™GI (All- 
Union Coal Inetltute) experimental mine «o 31 la the Karaganda Coal Basin 
differs from previous mcdela In that the lower unit consists of the KMP-1 
cutting machine . Combining these units considerably Increased and lrjprored 
the coal-cutting capacity of the combine. A KM-4 combine, made by a plant 
erf the Ministry of Transport -Machine Building, which was already In opera- 
tion In the mine was incorporated Into the EM-6m model by the mine machine 
shop. 

The new combine weighs 9,206 kilograms. The 1 MA-l^/Sm olectr lc 
In the lower unit has an hourly capacity of V? kilowatts. The *A;W / 32 
electric motors In the central and top units have en hourly capacity of 2}. 5 
Et. SS conveyor Is etarted by a 6. 3 -kilowatt TAG-Ul/5 electric motor 
This cccLbino can work a coal seem from 1.7 to asters thlc . 

The ccnblne underwent detailed test in g in the mine; certain defects 
vere discovered and eliminated Sene defects in design vere noted: the 
design of the snitch hoi did not assure convenient access to the fuses of 
the conveyor electric motor which had to be charged through two . 

trapdoors. At the end of the inspection the cctablne was tested vl vhout 1 
far 1^ hours, and all units were found to be operating normal y. 
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The work of the caunne was cobcttcu ^ ~ '' - 

the following data was obtained. The net average of r a . v ^ rk ° f 

the combine daring the period of observation amounted to O.x 
percent, not counting idle periods caused by trouble with f^Mcnsnttry 
inter. For one day the time was 7-5 Hours or 33 poroen.. 

“ef time -*7.8 hours or 2k percent; average u^ec^sary loes^tlme, 

WS hoorfl. -Boring the period of of 

i fwn 1 1 hmu* iMters ccstp Is tad Id «o work cycles * *** n ~? . 

a’S^T^t^s^nd minutes , «* Icngaat ^ 

the* shortest, 18 hoars. The combine rtned » average of 290 «ter. of coal 
per day or 108 percent of the pLaaaeCST- ■stars. 
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